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Endorsement or American Cancer Society's Prcram 
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Lieutenant General Walter Bedell Smith 
Director of The Centra] Intelligence Agency 


Medical intelligence will go a long way to find 

the causes and cures for cancer Th 

ncer. The purpose of intelligence 
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Cancer Society so that it may develop the medical intelligence 

e eat cancer, the enemy of the people. 
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